PLATE X. BY THE BURNT-OUT BLUE ROOM

The 'cold spot' is in the centre of the plank bridge.   Photographed January 5, 1944.
[See p. 235]

PLATE  XI.    A WINDOW IN THE  RECTORY  CELLARS, AND  CHARRED  BEAMS
SUPPORTING THE HALL FLOOR

Photographed January 5, 1944.
[See p. 235]

